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[Abstract:] Calls attention to the statement showing the per centage of gold coin produced. 
EOL. 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
October 20, 1884 


Sir: 


Your attention is respectfully directed to the statement furnished by you showing the 
percentage of gold coin produced by the coiner of your mint from the total amount operated on 
during the fiscal year ended June 30, 1884, namely; 27.8 per cent. It would seem as if there must 
be some error in arriving at this percentage as it is far below the proportion usually produced not 
only at your mint but at the other coinage mints. As it is to be published in my annual report, the 
proof of which is now on my desk, I will thank you to let me know by return mail whether the 
per-cent of gold coin produced from the gold ingots operated on by the coiner during the fiscal 
year was as stated, 27.8 per cent or if different to give me the exact percentage. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint, 
Philadelphia, Pa. 


